88      DOCKETED ITEMS

9005010144 Forwards objectives for 1990 emergency preparedness exercise.Cornments
requested by 900510.

TREVORS.GA Nebraska Public Power District. 90/04/25. Document Control Branch
(Document Control Desk). 15pp. 53670:019-53670:033.

9005080100 Clarifies initiating conditions listed in 900316 Itr re review of 890919 Rev 11
to plant emergency plan.Gaseous release emergency action level established as high
alarm on effluent monitor.

TREVORS.GA Nebraska Public Power District. 90/05/01. Document Control Branch
(Document Control Desk). 4pp. 53785:189-53785:192.

9005150289 Ack receipt of 900406 itr confirming 60-day extension to complete corpo-
rate audits of safeguards info control in response to Insp Rept 50-298/89-34.Continu-
ous concern raised re timeliness of completing corrective actions.
COLLINS.SJ. Region 4, Ofc of the Director. 90/05/10. TREVORS.G.A. Nebraska
Public Power District. 2pp. 53822:297-53822:299.

9005220018 Forwards Insp Rept 50-298/90-12 on 900326-30 & notice of viplation.One
open item re procedures for items leaving radiological controlled area identified.
COLLINS.SJ. Region 4, Ofc of the Director. 90/05/15. TREVORS.G.A. Nebraska
Public Power District. 3pp. 53905:246-53905:258.

-9005220056 Notice of violation from insp on 900326-30.Violation noted: inspector
identified individual w/only 2,500 hrs of health physics experience performing duties of
senior health physics technician during period 900312-27.

*  Region 4, Ofc of the Director. 90/05/15.1p. 53905:249-53905:249.

-9005220063 Insp Rept 50-298/90-12 on 900326-30.Violations noted. Major areas
inspected:radiation protection program during 1990 refueling outage.
RICKETSON.LT.,   MURRAY.B.   Region  4,  Ofc  of the  Director.  90/05/11.   9pp.
53905:250-53905:258.

9005230315 Rev 9 to EPIP 5.7.19, "Onsite Radiological Monitoring." W/ 900517 Itr.
TREVORS.G.A.   Nebraska   Public   Power   District.   90/05/17.   8pp.   53928:354-
53928:361.

P. Operating license stage documents & correspondence

9003300128 Suppl 1 to Generic Ltr 89-13 to all holders of OLs or CPs for nuclear power
plants re svc water sys problems affecting safety-related equipment.Svc list encl.
PARTLOW,J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 128pp. 53601:001-53601:130.

9004240131 Forwards Amend 133 to License DPR-46 & safety evaluation. Amend
changes Tech Specs to reflect Cycle 14 reload.

O'CONNOR.P.W. Project Directorate IV (891001-900602). 90/04/12. TREVORS.G.A.
Omaha Public Power District. 3pp. 53586:083-53586:118.

-9004240133 Amend 133 to License DPR-46,changing Tech Specs to reflect Cycle 14
reload.

HEBDON.F.J. Project Directorate IV (891001-900602). 90/04/12. 25pp. 53586:086-
53586:110.

-9004240134 Safety evaluation supporting Amend 133 to License DPR-46.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 90/04/12. 8pp.
53586:111-53586:118.

9004250328 Supports util 900226 request & GE 900119 affidavit for withholding, "GE11
LTA Fuel Bundle Description for Cooper Nuclear Station,Reload 13,Cycle 14," (ref
10CFR2.790).

O'CONNOR.P.W. Project Directorate IV (891001-900602). 90/04/18. TREVORS.G.A.
Nebraska Public Power District. 5pp. 53614:168-53614:172.

9004270123 Forwards corrected page to Rev 6 to QA program indicating correct reg
guide ref.

TREVORS.GA Nebraska Public Power District. 90/04/19. Document Control Branch
(Document Control Desk). 1p. 53652:197-53652:198.

-9004270155 Corrected Page 2-31 to Rev 6 to QA program.

*  Nebraska Public Power District. 90/04/19.1p. 53652:198-53652:198.

9004200195 Generic Ltr 90-04 to all holders of OLs & CPs for nuclear power reactors re
request for info on status of licensee implementation of generic safety issues resolved
w/ imposition of requirements or corrective....Svc list encl.

PARTLOWJ.G. Associate Director for Projects (Post 870411). 90/04/25. Consolidat-
ed Edison Co. of New York, Inc. 81pp. 53663:001-53663:083.

9005030110 Advises that util 890807 response to Generic Ltr 89-06 on SPDS meets
requirements of NUREG-0737,Suppl 1 & acceptable, provided that commitments for
implementation completed on schedule.

O'CONNOR.P.W. Project Directorate IV (891001-900602). 90/04/27. TREVORS.G.A.
Nebraska Public Power District. 5pp. 53700:292-53700:296.

9005070285  Provides results of quarterly local leak rate test on containment purge &
vent valves at plant.

TREVORS.GA Nebraska Public Power District 90/04/30. Document Control Branch
(Document Control Desk). 2pp, 53745:219-53745:220,

9005070286  Provides response to NRC safety evaluation concerns re util response to
Generic Ltr 88-01,Licensee will conform to NRC position on reporting requirements.
TREVORS.GA. Nebraska Public Power District. 90/04/30. Document Control Branch
(Document Control Desk). 16pp. 53745:124-53745:139.

9005090320 Advises that Suppl I.Rev 0 to NEDE-24045P, "LOGA Analysis Rept for
Plant," will be withheld from public disclosure.per lOCFR2.790(b)(5) & Section I03(b)
of Atomic Energy Act of 1954.

O'CONNOR.P.W. Project Directorate IV (891001-900602). 90/05/01. TREVORS.GA
Nebraska Pubiic Power District 5pp. 53786:158-53786:162.

9005090326 Forwards Tech Spec Bases Section 3.12.C, "Svc Water Sys," in response
to SSFI Repts 50-298/87-10 & 50-298/89-03 & implementation of Design Change 90-
009, "Automatic Isolation of SW-MOV-37MV on Low Svc Water Pressure," for review.
TREVORS.GA Nebraska Public Power District 90/05/03. Document Control Branch
(Document Control Desk). 3pp. 53809:278-53809:283.

-9005090330 Proposed Tech Spec Bases Section 3.12.C, "Svc Water Sys." Diagrams
of previous & current svc water sys configurations encl.

*  Nebraska Public Power District 90/05/03. 3pp. 53809:281-53809:283.

9005090120 Suppl 1 to Generic Ltr 90-03 to all power reactor licensees & applicants re
relaxation of staff position in Generic Ltr 83-28,ltem 2.2,Part 2, "Vendor Interface for
Safety-Related Components." Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/14. Consolidat-
ed Edison Co. of New York, Inc. 90pp. 53801:001-53801:090.

9005090388 Correction to Suppl 2 to Generic Ltr 88-20, "Accident Mgt Strategies for
Consideration in Individual Plant Exam Process." Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/16. Consolidat-
ed Edison Co. of New York, Inc. 277pp. 53903:001-53903:277.

-9003300127 Suppl 2 to Generic Ltr 88-20 to all holders of OLs & CPs for nuclear
power reactor facilities re accident mgt strategies for consideration in individual plant
exam process.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 138pp. 53903:092-53903:277.

9005230093 Advises that licensee 891228 response to Generic Ltr 89-10, "Safety-Re-
lated Motor-Operated Valve Testing & Surveillance" & request to complete initial pro-
gram 6 months beyond generic Itr schedule acceptable.

O'CONNOR.P.W. Project Directorate IV (891001-900602). 90/05/18. TREVORS.G.A,
Nebraska Public Power District. 5pp. 53915:327-53915:331.

Q. Inspection reports, IE Bulletins & correspondence

9004240333 Responds to NRC Bulletin 90-002, "Loss of Thermal Margin Caused by
Channel Box Bow." Util uses channel boxes for only one bundle lifetime & thus not
subj to reporting requirements of bulletin.

KUNCL.LG. Omaha Public Power District. 90/04/11. Document Control Branch (Doc-
ument Control Desk). 2pp. 53588:164-53588:164.

9004260146 Forwards Insp Rept 50-298/90-11 on 900319-0406.Violations noted but not
cited.

COLLINS.SJ. Region 4, Ofc of the Director. 90/04/20. TREVORS.GA Nebraska
Public Power District. 3pp. 53615:290-53615:300.

-9004260154 Insp Rept 50-298/90-11 on 900319-0406.Violation noted re failure of con-
tractor to certify personnel performing ultrasonic thickness measurements.Major areas
inspected: special process & action on previous insp findings.
GILBERT.LD., BARNES.I. Region 4. Ofc of the Director. 90/04/16. 8pp. 53615:293-
53615:300.

9004260170 Forwards Insp Rept 50-298/90-09 on 900402-06.No violations or devi-
ations noted.Two commitments re mod of taped electrical splices in harsh environs
discussed in rept.

COLLINS.SJ. Region 4, Ofc of the Director. 90/04/20. TREVORS.G.A. Nebraska
Public Power District. 3pp. 53629:009-53629:018.

-9004260175 Insp Rept 50-298/90-09 on 900402-06.No violations or deviations
noted.Major areas inspected:prograrn for instrument calibr & evaluation of instrument
calibr procedures & records.

PAULK.C.J., STETKA.T.F. Region 4. Ofc of the Director. 90/04/18. 7pp. 53629:012-
53629:018.

9005020015 Forwards Insp 50-298/90-04 on 900216-0315.No violations or deviations
noted.

COLLINS.SJ. Region 4, Ofc of the Director. 90/04/20. TREVORS.G.A. Nebraska
Public Power District. 2pp. 53670:214-53670:221.

-9005020016 Insp Rept 50-298/90-04 on 900216-0315,No violations noted. Major
areas inspected:operational safety verification, monthly surveillance & maint observa-
tions & refueling activities.

CONSTABLE.G.L   Region  4,   Ofc   of  the   Director.   90/04/19.  6pp.  53670:216-
53670:221.

9005020037 Ack receipt of 900302 Itr informing NRC of steps taken to correct violations
noted in Insp Rept 50-298/89-31.Concludes that util did not violate requirements ol
Procedure 0.9 in case cited.ltem A-2a withdrawn as example of Violation A.
COLLINS.SJ. Region 4, Ofc of the Director. 90/04/25. TREVORS.G.A. Nebraska
Public Power District. 2pp. 53679:294-53679:304.

9004200525 Suppl 1 to NRC Info Notice 89-070, "Possible Indications of Misrepresent-
ed Vendor Products." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/26,
Consolidated Edison Co. of New York. Inc. 102pp. 53601:131-53601:234.

9005030243 Forwards Insp Rept 50-298/90-14 on 900409-13.No violations or devi-
ations noted.

COLLINS.SJ. Region 4, Ofc of the Director, 90/04/27. TREVORS.GA Nebraska
Public Power District 3pp. 53705:218-53705:230.

-9005030244  Insp   Rept  50-298/90-14   on   900409-13.No  violations or  deviations
noted.Major areas inspected:licensee program for accomplishing plant design change:
& mods & review of actions on previously identified insp findings.
WAGNER.P.C.,   STETKA.T.F.   Region   4,   Ofc   of   the   Director.   90/04/23.   9pp
53705:222-53705:230.

9004240313 NRC Info Notice 90-027, "Clarification of Recent Revs to Regulatory Re
quirements for Packaging of U Hexafluoride (UF6) for Transportation." Svc list encl
TEN EYCK.E.Q. Division of Safeguards & Transportation (Post 870413). 90/04/30
Consolidated Edison Co. of New York. Inc. 97pp. 53742:001-53742:099.

9004240359 NRC Info Notice 90-028, "Potential Error in High Steamline Flow Setpoint.'
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30
Consolidated Edison Co. of New York. Inc. 91pp. 53601:235-53601:327.

9004240393 NRC Info Notice 90-029. "Cracking of Cladding & Heat-Affected Zone ii
Base Metal of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/3C
Consolidated Edison Co. of New York, Inc. 97pp. 53601:328-53602:067.

9005080159 Forwards Insp 50-298/90-15 on 900326-30 & notice of violation.
COLLINS.S.J. Region 4, Ofc of the Director. 90/04/30. TREVORS,GA. Nebrask
Public Power District. 3pp. 53771:090-53771:101.Notice 90-027, "Clarification of Recent Revs to Regulatory Re-
